Eyelid surgery In 
Dubal 


Eyelid surgery, or blepharoplasty, 
iS a Surgical procedure to improve 
the appearance of the eyelids. 


Eyelid surgery in Dubai 


Eyelid surgery in Dubai 


e Eyelid surgery in Dubai is a cosmetic procedure aimed 
at improving the appearance of the upper and lower 
eyelids. It involves the removal of excess skin, fat, and 
muscle to achieve a more refreshed and alert look. 


e Eyelid surgery effectively reduces the signs of aging 
around the eyes, making individuals appear more 
youthful and vibrant. 


eIn cases where sagging upper eyelids obstruct vision, 
the surgery can significantly enhance one's field of 
vision, leading to an improved quality of life. 


Eyelid surgery in Dubai 


With a revitalized appearance, many individuals 
experience a boost in self-confidence and self-esteem. 


The journey begins with a thorough consultation with a 
board-certified plastic surgeon. During this session, the 
Surgeon will assess your specific concerns, discuss your 
expectations, and outline the surgical plan. 


Eyelid surgery is typically performed under local 
anesthesia. The surgeon makes precise incisions along 
the natural creases of the eyelids, ensuring minimal 
scarring. 


Eyelid surgery in Dubai 


After the surgery, it's normal to experience some swelling 
and bruising. However, these effects subside within a few 
weeks, revealing the final results. 

Selecting a skilled and experienced surgeon is paramount 


for a successful outcome. It's crucial to research and 
consult with multiple surgeons before making a decision. 


Contact us 


e Address: Dubai 


e Phone : 971 4333 0708 


e Website : Royal clinic in Dubai 


